Notice No.2 


Rules and Regulations for the 
Construction and Classification of Ships 
for the Carriage of Liquefied Gases 

in Bulk, July 2020 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: June 2021 


Amendments to Effective date ASM implementation 
(if applicable) 
Chapter 6 Corrigendum NA 


Register 


Chapter 6 
Materials of Construction and Quality Control 


6.3 General test requirements and specifications 


LR 6.3-01 The grades of materials used are, generally, to have mechanical properties complying with the appropriate requirements 
as given in the Rules for Materials Rules for the Manufacture, Testing and Certification of Materials. Provided that the materials have 
satisfactory ductility, there will be no limitation on the yield to tensile stress ratio, except for carbon—manganese steel grades for low 
temperature service. provided the material has satisfactory ductility. For carbon—manganese steel grades for low temperature service, 
the yield to tensile ratio requirement of Ch 3, 6 Carbon—manganese and nickel alloy steels for low temperature service of the Rules 
for the Manufacture, Testing and Certification of Materials is to be met. 
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